Location: LITTLE ROCK be -1 
Address: b7C -1 


Name: MIKE SUR 


Type of Info: 


DR. GSORGE LIGHT 
Rm. 17, Klein Center Apts.,Hot Springs,Ark 


HOD: 

aeageeiy inst-~ 2/17/43 
disc. 4/26/43 

Rating: : 


Services: 


LITTLE ROCK 
FIELD DIVISION: 


Installed: 2-17-43 
Discontinued: yn 26- fe 3 


Address: Room 17, Klein Center Apts., Hot Springs, Ark. 


Location of plant: Rm 16, Klein Center Apts. 


Comments: In connec with inves of Rene Alexander von 
Schleinitz, et al; Int. Sec. - G; Espionage — G. 


